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CENTRAL INTELLIGENCES GROUP 
Personnel and Administration Branch 


Security Division 


Physical Section 


The Physical Section safeguards CIG activities and installations against unauthorized 
access? establishes and enforces security regulations? operates pass systems and guard service 
trains and maintains an inspectorial staff for CIG installations, both domestic and foreign. 


Positions Manyears Amount 

Personal Services 


25X1A1a 
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Security Division 

Office of the Chief 


Title 


Chief 

Clerk Steno 
Total 

Domestic 

Pass Control Officer 
Comm. Off* 

Clerk Steno 
Clerk Receptionist 
Total 


Foreign 

Field Inspectors 


CENTRAL INTELLIGENCE GROUP 
Personnel and Administration Branch 


Physical Section 


Grade 

CAF-12 

CAF-I 4 . 


CAF-7 

P-3 

caf-4 

CAF-3 


CAF-11 


Annual 
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